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Clay oore-wall of Santo Amaro dam, exposed section of, illustrated; 539 puddle   walls in   Pilarcitos and San
Andres dams, 434 Glerke, W. J. C., 372, 373 Cloud, H. H., engr., Lake Avalon dam,
45 Code, W. H., chief engineer, U. S. Indian
Service, 74 Colgate Power House, Yuba river, Cal.,
115
Colorado river, Texas, 315 Colorado State dams, 437 Combination dams (rock-fill and hydraulic-fill), Milner, Idaho, 08 Waialua, T. H., 127 Zuni, N. M., 74 Combination earth and concrete dam in
California, 545 Commission of Engineers on New Croton
Dam, 451 "Compound dams," as suggested by W.
L. Strange, 447 Concrete,   cyclopean, block construction,
334 Conduits of Sweetwater system, 235
Hemet system, 245 Connellsville dam, Pa., 330 Construction of dam by convicts. 264 Coolgardie, Australia, water-supply dam,
211, 382
Coolie, L. E., 323 Cooper, Hugh L., 334, 409 Core-wall, concrete, highest in world, 411 of clay, 185
of concrete, full height of hydraulic-fill, 180
in lioonton  dyke, N. J., 32(5 in DixTille, N. II., dam, 513 under hydraulic-fill, 15(5 of earth   in   North   Dike Wachusett dam found to  be practically   impermeable, 540
of masonry, Bog Brook dams, 307 of   masonry,   Catawba   River   dam,
S. (.:., 530 of  reinforced   concrete,   in   rock-fill
dam, 49, 452 of sheet-steel in Chollas Heights dam,
435
plain concrete, in rock-fill dam, 130 steel (and facing), in rock-till dam, 59
Core-wall, wood, in hydraulic-fill dam, 110 in rock-fill dam, 70, 129 with asphaltum and burlap,
129 Core-walls of masonry or concrete seldom.
watertight, 186, 451 Cornell University, N. Y., 302, 309 Cost data:
Agua Fria dam, Ariz., 279
Ash Fork steel dams, 455
Ashokan dam, contract, 305
Assiout dam, Egypt, 391
Assouan dam, Egypt, 390
Austin dam, Texas, 314
Ban dam, France, 363
Barossa dam, Australia, 382
Bear Valley dam, cement for, 207
Bear Valley dam, complete, 249
Beetaloo dam, S. Australia, 386
Belle Fourche dam, S. Dak., 443
Belubula dam, Australia, 386
Bctwa dam, India, 376
Buena  Vista  Lake dam, Kern  Co.,
Cal., 433
Burraga dam, Australia, 380 Barrator dam, England, 405 Cache la Poudre dam, Colo., 437 Caaistear dam, New Jersey, 439 Cataract dam, Australia, 385 Catskill water-supply for New York
City, 304
Cedar Grove dams, N. J., 441 Chartrain dam, France, 305 Colorado State dams, 439 Coolgardie dam, Australia, 384 Craig Cloch and other Welsh dams,
408
Cross River clam, N. Y., 299 Curry Mine, high-pressure dam, 297 Cuyamaea dam, Cal., -424 Derwent Valley dams, England, 408 Escomlido conduit, 4
dam, 11
Esperanza dam, Mexico, 527 Fossil Creek, Colo., 492 Furens darn, France, 302 Glemvild dam, Amsterdam, N. Y., 440 Granite Springs dam, Wyo., 322 Ilernet dam, cost of cement, 239 Hinckston Run dam, Pa., 524 hydraulic sluicing, Canadian Pacific Ry., 192